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24 April 1972 


Dear General Westmoreland: 

Herewith my best effort in reply to your letter. 
Unfortunately, by virtue of the fact that I have served 
so much in small posts, I do not have sufficient 
knowledge of many of the officers to rate them with 
fairness. 


Faithfully, 


Vernon A. Walters 
Lieutenant General, USA 


General William C. Westmoreland 
Chief of Staff, United States Army 
Washington, D. C. 20310 
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